
25 November 1955 


MHMORANWJM FOR: Deputy Director (Support) 

SUBJECT : Alleged Mismanagement- of the Machine Records 

Division 


REFERENCES : (a) Memorandum for the Comptroller through 

the Deputy Director (Support) from the 
Inspector General dated 7 October 1955/ 
subject: Mismanagement of the Machine 
Records Division 

(b) Memorandum for Acting Comptroller from 

dated 
of 

Investigation of the Machine Records 
Division 



1. References (a) and (b) are attached for your review. It is assumed 
that subsequently you will wish to discuss the contents of reference(b) 
vitl^m^an^i^i^my suggestion that at that time we include 

25X1 A9a and 

2. In addition, I have the following comments to make at this time: 

In paragraph 5 of reference (a) it is stated that there would 
be little reason for the memorandum from the Inspector General if 
only a few individuals had made criticisms and complaints. We can 
not reconcile this statement with the facts we have been able to 
uncover. As far as we can determine there is a very low percentage 
of containers and only three persons actually vent to Idle Inspector 
General personally. [With regard to these three, had the Inspector 
General first discussed their complaints with the Comptroller or 
Deputy Comptroller, we believe we could have provided sufficient 
background for the Inspector General to have concluded that an 
investigation was not necessary based upon these three individuals ' 
criticisms^ 

I should also like to point out that in the first paragraph 
the Inspector General indicates that a part of their basis for 
arriving at a conclusion that mismanagement exist was from having 
reviewed exit interviews. However, our current knowledge of the 
exit interviews of Comptroller employees wouL^^ypsre/lead us 
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Approved For Reh 
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